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]HAS DEVELOPED WHAT APPEARS TO BE A MINOR KIDNEY 


IRRITATION THAT WILL MAKE HIM UNAVAILABLE FOR DUTY FOR THE NEXT 
TWO TO THREE DAYS. WILL KEEP YOU ADVISED AND IF HIS CONDITION 
2 5X1A SHOULD BECOME WORSE IT MAY 8E NECESSARY TO RETURN ONE OF THE 
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